


efiine and, he Tore a 
SK clyets wi the iss. Sita wash. 
tet ize edie dedi onprl ee hurl 

a vhs 00 formu Clare fret fet 

tea ea ' Yan = Gan ke | 

heat as ts rk 





eg ee 7 hee wb Sea | 





RG104 E-1 Box 121 Sa ey 


fa Mase te PF a ee 
pra ly —.. .. dortpnaleditile mek, 


thaws (of ferrwden Cy aah (5) fuss hejh the ter (whom 


the cat wath th te ench a dak Men 








RG104 E-1 Box 121 


lillie lly —_— ZL 


V7 se a a 
Win vow i 





PPD phn h hand 


< FOES a a BZ a 









in atte Ce C) 





NARA RG104, Entry 1, Box 121 


[Abstract:] Recommends putting wardrobe in the Coining Room... 414 4% 
Coiner’s Department. 


Mint of the United States 
At Philadelphia. 
April 24, 1880 


Hon. A. Loudon Snowden, 
Superintendent. 


Sir; 


I have the honor to call your attention to the want felt by the women employees of this 
Department, for proper accommodations for their out-door wearing apparel, and the storing of 
their working clothes. 


The closets in the Adjusting Room ae wholly inadequate to meet all the demands upon 
them. 


Under these circumstances, I most respectfully request that you will permit closets put up 
in the Coining Room. I am satisfied this can be done without marring the beauty of the room, in 
the least — on the contrary, I feel sure, that if the work is due in the proper way, the room will be 
much improved in appearance. Handsome furniture adds to the attraction of the room it is placed 
in. 


I submit herewith a plan of that portion of the Coining Room, it is preferred to utilize, 
and have the honor to suggest, that closets be placed at the points marked in the diagram with a 
read letter “C” — that these closets be made of walnut — the three (3) in the corners designated to 
be each three (3) feet wide, by eight (8) feet high — the two (2) on the east wall to be each eight 
(8) feet wide and run up to the ceiling. The object in having the two latter run to the ceiling, is 
three-fold — first to hide the present box covering the long bell that drives the machinery on the 
second floor — second, to permit of space above the closets to store books and papers lumbering 
up our vaults, and third to present an unbroken surface so as not to mar the appearance of the 
side wall. These closets would give sufficient room to accommodate twenty (20) persons, and 
relieve to that extend the overcrowded closets in the Adjusting Room. 


Trusting that you will direct Mr. Cowden to proceed with the work desired I am 
Very respectfully, 

Your Obt. Servant 

O.C. Bosbyshell 


Coiner 


[Please see original images for blueprint of room layout.] 


